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OSA 3088-64 


426 June 1964 


MEMORANDUM FOR: Chief, Registry Branch, OSA 


SUBJECT : [RR cable Distribution 


1, Distribution for cables containing the hold down 
indicated RJ will be as follows: 


No. of Copies Office Recipients 
1 AD/OSA 


SAL 

D/FA 

D/FA/OX 

D/Tech 

Commo Div 
Security Staff 
Support Div 
Registry Br. 


fond fool feed fl pond foe fa fs 


{Chrono File) 


Action addressee will be provided 2 copies of incoming cables, 


2. ae cables will be hand-~carried ir envelopes 
narked EEBFEYES ONLY with statement: "To be opened 
by ..." (appropriate names as listed above). For your 
information, secretaries in the above offices have been 
instructed that they are not to open these envelopes when 
delivered by members of your staff. 


3. Any deviation from above procedure must have the 
eoncurrence of this office and/or the Security Staff, OSA. 


Reputy Chief 
Support Division, OSA nk 
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